Site Name 


Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


BOWOOD ROAD 


o/s 22 


TR: Felling - 
Senescent 




Sorbus Aucuparia SP 


Plant in same position 


Crataegus 'Pauls 
Scarlett' 


BOWOOD ROAD 


o/s 45 


TR: Felling 


Dead 


Prunus serrulata 


Plant in same position 
in flexipave pit o/s 45 


Crataegus 


BOWOOD ROAD 


o/s 48 


TR: Felling, - tree 
dead/ extremely poor 
physiological condition 


Dead 


Sorbus aucuparia sp 


Plant in same position 
in 800 pit 


Crataegus laevigata 
'Paul's Sc 


BOWOOD ROAD 


o/s 53 


TR: Felling 


Poor physiological 
condition - senescent 


Prunus serrulata 


Plant in new 800 pit in 


Crataegus laevigata 
'Paul's Sc 


BOWOOD ROAD 


o/s 16 


TR: Felling 


Rooting through new 
tarmac patch and 
Ganoderma sp. decay 
at base 


Prunus serrulata 


Plant in new 800 pit in 
same position 


Crataegus laevigata 
'Paul's Sc 


BOWOOD ROAD 


o/s 8 


TR: Felling - 
Senescent 




Sorbus Aucuparia sp 


o/s 8 - 10, pit 


iviaius 'hvereste' 
(customer requested 
species) 











